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PERFUMES AND THEIR PREPARATION.

to open a communication of the overflow tube with A.
faucet at the lower end of the reservoir R is now opened suffi-
ciently and the solvent passes into A from above, and as It
descends takes up more and more oil, flows through the sieve-

FIG. 26.

plate, and escapes ..through the tube at the bottom of 'A
through the three-way cock, the overflow tube, and the drain
tube into the accumulator C. The opening of a faucet now
admits steam to the heating coil, when the solvent evaporates,
leaving the oil or fat behind. It is condensed in B, again re-